
0 cfC cro i* 001 °f igin ^l audlt report dated January 10, 1968, questioned 
$1,056.58 for computer charges and related G&A. for which the contractor 
did not have documentation. 


2 . The contractor has now furnished the documentation 
the costs are reinstated as acceptable, as follows: 


and 
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